HOTEL LINDELL - Lincoln 1, Nebraska 
200 Large Comfortable Rooms, Newly Decorated. 
Air Conditioned Coffee Shop. Reasonable Rates. 

LOCATED 13th and M STREETS 
Woodbury & Woodbury, Owners and Operators 
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